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Chapter 1 by Alexander Baugher 

Once upon a time there lived a dragon in a cave one day he was asleep he woke up walked out of 
his cave. then the story unfolds. he was on his daily walk when he was attacked by Robin Hood 
he ran and ran and ran until... he was lost, away from his home he had to find his way home. It 
will be dark soon so he walked he found a giant castle and asked for help the only thing they did 
was chase him with torches he then found his way home 
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